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UBJECT: (U) Prierity of WS 117L Program fer Easly Warning 


TO: § Clef of Staff, UBAF 
: Headquarters USAF 
, Washiagtea 25, D.C. 


1. A status report by the AF BMD te the Z1 October 19538 
ws 117L. Weapen System Phaciag Group revealed a serious program 
deficiency. The iafrared effert wee feend te exiet on 6 mininzam 
pustaining beais with peseible program termination by 15 December 
1986. Since this program effere the greatest cingle potential fer 
raing, extraerdizary meane to preserve ic ave considered justified. ( (a) 



















2. Thies coramand hac indorsed the military exploitation of space 

ad recognises the contribution of the biomedical program new a past of 

WS IITL development effert. However, an earlier, mere significant, 
itary centribution may be realised by adjustment of pricritics te 
emphaciae the warning eased. The warning capability sheuld be supported 
with prierity ever the biomedical. All WS 117L. sensers new belag 
developed should eajey eqas) pricrity cince they are 
im the wernlag role. Hewever, ona last resort baais, with provisies 
Gaat veliability and availability are positively estabil » the infvered 
program eheuld be sflerded prierity ever all ethers. (3) 














! 3. This correspondence classified Secret te pretect — 
regarding future missile programe. (U) 


| , THOMAS 8. POWER 
| General, UBAF 


DWL. (SAC MIKE) 88-46 


CSO 9X 
| * Paul 2 





